To:  Garcia,  David[Garcia. David@epa.gov] 

From:  Kliphuis,  Trais,  NMENV 

Sent:  Fri  8/7/2015  2:39:01  PM 

Subject:  RE:  Gold  King  Mine-pH  readings  from  operators 


OK,  thanks.  Please  definitely  send  any  and  all  information  as  you  receive  it. 


Trais  Kliphuis 

Director,  Water  Protection  Division 
New  Mexico  Environment  Department 
Office  Phone:  505-827-1758 
Cell:  505-231-8412 


From:  Garcia,  David  [mailto:Garcia.David@epa.gov] 

Sent:  Friday,  August  07,  2015  8:35  AM 
To:  Kliphuis,  Trais,  NMENV 

Subject:  FW:  Gold  King  Mine-pH  readings  from  operators 


Fyi,  my  staff  is  coordinating  with  Nora  Romero. 
Sent  from  my  Windows  Phone 


From:  Romero.  Nora.  NMENV 
Sent:  8/7/2015  9:31  AM 
To:  Restivo.  Angela 

Cc:  Garcia.  David:  Brown.  Jamesr:  Kirkland.  Robert:  McCasland.  Mark:  Foster.  Althea: 
Crossland.  Ronnie:  Skibitski.  Thomas.  NMENV 
Subject:  RE:  Gold  King  Mine-pH  readings  from  operators 

Angela 

1 will  work  on  that 


4002172 


ED  000552D  00011274-00001 


From:  Restivo,  Angela  f mailto:Restivo.Anqela@epa.qov1 
Sent:  Friday,  August  07,  2015  8:29  AM 
To:  Romero,  Nora,  NMENV 

Cc:  Garcia,  David;  Brown,  Jamesr;  Kirkland,  Robert;  McCasland,  Mark;  Foster,  Althea;  Crossland, 

Ronnie;  Skibitski,  Thomas,  NMENV 

Subject:  Gold  King  Mine-pH  readings  from  operators 


Nora, 

Can  you  get  the  pH  levels  from  each  of  the  systems  on  the  river?  This  information  would  be 
helpful  in  our  flow  and  water  quality  calculations. 

Thanks. 

Angela  Restivo 
Compliance  Officer 
Drinking  Water  Section 
U.S.  EPA  Region  6 
1445  Ross  Ave  (6WQ-SD) 

Dallas, Texas  75202-2733 
phone:  214-665-7123 
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